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THE SOURCE EVALUATIONS IN THIS REPORT ARE DEFINITIVE. 
T Hi APPRAISAL OP CONTENT IS TENTATIVE. 
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ftote; The following is a summary of the raw material 
supply situation for 1953 at VEB EKM Robrleitungsbau 
Kitterfeld as of ' 28 January 1953* 

1. An allotment of 11,903 metric tons of heavy sheet (Grobbleche) for 1953 had been 
anticipated according to the VEB plan. Position 2k /X* Instead, 510 
metric tons for the first quarter, 1,292 metric tons for the second 
quarter, 1,282 metric tons for the third quarter, and ^,186 metric tone 
for the fourth quarter, or a total of 7*270 metric tons for the year - 
approximately 60$ of the anticipated quota- had -been alloted Bitterfeld 
for 1953- 


2* For £he first quarter* 510 metric tons of hehvy sheet and 1,065 metric 
tons of boiler sheet (Kesselbleche) - according to Position 23/1*, a 
ttftal of 1,575 metric tons, are available. Of the 1,06 5 metric tons of 
boiler sheet allotted, k 60 metric terns are to be used in the first quarter 
for power sheet (Energiebleche) < The authorities have agreed that the 
remaining 605 tons of boiler sheet are to be used as heavy sheet, so 
that 1,1£7 metric tans of heavy sheet (sic)T^ vill be available £©** 

3. The following material requirements rf) in metrifc^tOnB, fbr'the firit quarter 
of 1953^6 'reported: 
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0b jekt Lauta Power Plant 
Kulkfitz Power Plant 
^ Jonny S cheer*, Welzow 
Karl Llebknecht Power Plant 
Lauchhammer Power Plant 


App r oved Fu r Re l ease 2002/08/06 : C I A-RDP80-008 1 0A00 1 300 1 90007-0 





Approved For Release 2002/08/06 i CIA-RDP80-00810A001300190007-0 25X1 A 

SECRET 

- 2 - 


p -jan t Expansion at EKO Fuerstenberg 
Dri nki ng Water Connections at EKO 
Fuerstenberg 

Dwellings at EKO Fuerstenberg 
flSjekt Maxhuette 
Brandenburg 
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' An additional 1,000 tons of heavy sheet are required for the first quarter 
of 1953 if VEB Rohr lei tungBbau Bitterfeld is to meet Its requirements, lln 
addition, 2,500 metric tons are required for the second quarter, and 2,000 
for the third quarter If production is to be kept up on a continuing basis • 

An order for the manufacture of a high pressure _gas lita, 20 atamsptores 
Absolute pressure, must be completed by 1 July 1953 » For this, 2,500 
metric tons of boiler sheet. Ml, 8 tam, are required. 
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~l Comment: The 605 metric tons of boiler sheet which* are to 


uosnEexio: me uvjy mcwii- 

be used as* leavy l E eet, plus the allotted quota of 510 metric tons of 
teavy sheet, vould total 1,115 metric tons of heavy sheet available 
for use# 
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